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BILL NO. G-76-02-3 (f 


GENERAL ORDINANCE NO. G- 


0 ^- 7 ^ 


AN ORDINANCE amending General Ordin¬ 
ance No. G-04-75 establishing 
rates and charges for the use of 
and services rendered by the 
waterworks system of the City of 
Fort Wayne, and repealing all 
ordinances or parts of ordinances 
in conflict therewith. 


WHEREAS, the Common Council of the City of Fort Wayne has 
heretofore authorized the making of extensions and additions 
to the existing waterworks system of said City out of said 
system cash working capital and depreciation funds for the 
purpose of providing an adequate water supply of desirable 
quality and at proper pressure to the users of the City's 
waterworks and properly protecting the health, well-being and 
property of said City and its inhabitants and water users; 
and 

WHEREAS, the Common Council has authorized the expenditure 
of funds by the City's waterworks to fund past service bene¬ 
fits of certain of its employees under the Public Employees' 
Retirement Fund; and 

WHEREAS, the operating expenses of the City's water¬ 
works, particularly in respect of chemicals and electric power 
purchased, having increased substantially during 1975 
without an equivalent increase in operating revenues; and 

WHEREAS, the Common Council now finds that the existing 
rates and charges for the use of and service rendered by 
the waterworks of said City are too low and are insufficient 
to enable the City to properly operate its waterworks plant, 
provide for depreciation and funds for making necessary annual 
extensions and additions; and that the existing rates and 
charges should be increased; now therefore, 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 


APPROVED AS TO FORM! 
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Section 1. That Section 1 of General Ordinance No. 


G-04-75, entitled "An Ordinance amending General Ordinance 
No. G-41-74 establishing rates and charges for the use of and 
services rendered by the waterworks system of the City of 
Fort Wayne, and repealing all ordinances or parts of ordinances 
in conflict therewith," be and the same is hereby amended to 
read as follows: Section 1. That there shall be and hereby 
are established for the use of and the service rendered by the 
waterworks system of the City of Fort Wayne the following 
rates and charges based on the use of water supplied by said 
waterworks system: 

(a) Metered Rates Per Month 

First 500 cubic feet 

Next 1,500 cubic feet 

Next 2,500 cubic feet 

Next 7,500 cubic feet 

Next 18,000 cubic feet 

Next 20,000 cubic feet 

Next 50,000 cubic feet 

Next 50,000 cubic feet 

Over 150,000 cubic feet 

(b) Minimum Charges 

Each user shall pay a minimum monthly charge based on 
the size of meter installed, for which the user will be 
entitled to the quantity of water set out in the 
metered schedule of rates. 


Rate Per 
100 Cubic Feet 

$ . 696 

. 537 
.448 
.413 
.354 
.301 
. 266 
. 212 
.195 


Size 

of Meter 


Per Month 

5/8 

inch 


$ 3.48 

3/4 

inch 


5.43 

1 

inch 


8.85 

1-1/2 

inch 


17.64 

2 

inch 


27.64 

3 

inch 


54.28 

4 

inch 


90.33 

6 

inch 


171.63 

8 

inch 


250.99 

L0 

inch 


376.42 

Municipal Service to the 

City 

of Fort Wayne 

For each fire hydrant - 

per annum $ 115.64 

Fire 

Protection Service 

- For 

Use in Extinguishing 


Fire Only 

For each fire hydrant per annum $ 115.64 

For fire service from 

2 inch line or smaller per annum 76.70 
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For fire service from 

3 inch line 
For fire service from 

4 inch line 
For fire service from 

6 inch line 
For fire service from 
8 inch line 
For fire service from 

10 and 12 inch lines per annum 


per annum 
per annum 
per annum 
per annum 


$ 115.64 
143.96 
211.22 
307.98 
577.02 

(e) All charges for service to customers situated outside 
the corporate limits of the City of Fort Wayne having 
availability for all of the foregoing tariffs shall be 
one hundred thirty-five per cent (135%) of the charges 
computed by application of the foregoing tariffs. 

(£} Collection or Deferred Payment Charge 

All bills for water services not paid within fifteen 
(15) days from the due date thereof, as stated in such 
bills, shall be subject to a collection or deferred 
payment charge of 10% on the first $3.00 and 3% on the 
excess over $3.00. 

Section 2. Utility rates and regulations for water ser¬ 
vices shall be determined from time to time as the need may 
occur by the Board of Public Works of the City of Fort Wayne. 

Section 3. All ordinances and parts of ordinances in 
conflict herewith are hereby repealed; provided, however, that 
the existing schedule of water rates and charges shall remain 
in full force and effect until the schedule of rates and 
charges fixed by this ordinance shall be approved by the Public 
Service Commission of Indiana, and until such time as the order 
of said Commission approving said new rates and charges shall 
direct. 

Section 4. This ordinance shall be in full force and 
effect from and after its passage; provided, however, that the 
schedule of rates and charges herein set out shall not become 
effective unless approved by the Public Service Commission of 
Indiana, or until such time as said Commission shall, direct, with 
approval by the Mayor and legal^TSbT^a^^nT'thBj^of^ 











Read the first tine in full and rn notion b t seconded by •. 
i , and duly adopted, read the second tine by title and referred 


to the Committee on 




(and tiie CTTaT Plan 


f- npip-pcc-jrip fpy recommendation) and Public Hearinp to be held afte rjdue leoal notice, 
at tV> o "n f.i L v-C(junLy Suildina . Fort t/dyiie , Indiana, ui r~~" _ , 


—dhay-of~ 


-W2 


at 


o'cleefr- P.M. ,ETS. T. 

Date : €>* ~ <^2'Y-? 


Cl TV CLtRK - 

Read the third time in full and on motion b y 


seconded by _ 

Passed (&Sf5 by the followinp vote: 


, and duly adopted, placed on its passaae. 


AYES NAYS ABSTAINED 


TOTAL VOTES 


m □ 


lu-i-a t 

□ 


BURNS 

iZv 

HI MG A 

A. 

HUNTER 

A 

MOSES 


NUCKOLS 


SCHMIDT, D. 


SCHMIDT, V. 


STIER 

77 

TALARICO 

TV 


£L. 


DATE: 


3 - f-7C 


CIH CLERK 

Passed and adopted by the Common Council of the City of Fort Payne, Indiana, 
as ^ o tt f nq - (Ge neral) ( Annexation) (Sp^ri al )-d^f- r- priatK>4 Ordinance 
(Reso 


$*7^ 7 on th e d ay 

(SEAL) 




?snTi:;c, officer 

the Mayor of the Citv 

97 at the hour of //• £ ^ o ’clock 


/f - n-.E.s.T. 


//^ 7 : 

Anoroved arid sinned by me this // _ jls.v o; — 

he hour of _ j/_ , /j f u'cloci;__ 






























































G-76-02-36 


Wes your Committee on 


REPORT OF THE COMMITTEE ON ♦ CITY UTILITIES 
City Utilities _ to whom was referred an Ordinance 


amending General Ordinance No. G^04~75 establjshtng rates. and charges 

for the use of and services rendered by the waterworks system of the City of 

Fort Wayne, and repealing all ordinances or parts of ordinances in conflict 

r therewith■ 


have had said Ordinance under consideration and beg leave to report back to^the Common 
Council that said Ordinance 1 PASS. 

Paul M. Bums - Chairman 



John Nuckols - Vice-Chairman 

William T. Hinga 

Fredrick R. Hunter 

Samuel J. Talarico __ 

iC C0NCURREDIN 

7 CHARLES W. WESTS 



?.MAN, €|T¥ CLESK 





























DIGEST SHEET 


TITLE OF ORDINANCE^ 


GENERAL 



DEPARTMENT REQUESTING ORDINANCE 

SYNOPSIS OF ORDINANCE Amending General Ordinance No. G-04-75 establishing 
rates and charges for the use of and services rendered by the 
waterworks system of the City' of Fort Wayne and rijjeallng 
all ordinances or parts of ordinances In conflict therewith 


EFFECT OF PASSAGE, 


New rates and charges will be established 


EFFECT OF NON~PASSAGE_ 


MONET INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS). 


ASSIGNED TO COMMITTEE 
































CHARLES W. WESTERMAN 
CITY CLERK 


March 12, 1976 

Miss Helen Libbing 

Fort Wayne Newspapers, Inc. 

600 West Main Street 
Fort Wayne, Indiana 46802 

Dear Miss Libbing: 

Please give the attached full coverage on the dates of March 15 and March 
22, 1976, in both the News Sentinel and Journal Gazette. 


RE: Legal Notice for Common Council 
of Fort Wayne, Indiana 


Bill No. G-76-02-31 
General Ordinance No. G-07-76 
Vacation of Utility Easement 


Bill No. G-76-02-36 
General Ordinance No. G-09-76 
Rates & Charges for the 
Waterworks system 


Please send us (5) five copies of the Publisher's Affidavit from both newspapers. 


Thank you. 



Charles W...Westerman 
City Clerk 


CWW/ne 
ENCL: 2 




To... THE NEWS-SENTINEL 


PUBLISHER’S CLAIM 


exc « ed two actual lines, neither of which shall total more 
luS/o^uWalenttoes^ * W “ Ch ““ b0dy * ** adverUs€meot is set) 



2 

216 



«S8t 


fper ^hie C ° 1UmnS Wid * eqUals .—-equivalent lines atl?.?.§.iL. 

large for notices containing rule or tabular work (50 per cent of above 

tra proofs of publication (50 cents for each proof in excess of two) 

\L AMOUNT OF CLAIM 



s’as the^ieed ( single column 11 ems 
are of insertions..2. 


Size of type....!?ir..point 


$- 62.21 


— 1.^0 

$-■63.71 


Size of quad upon which type is cast....5i 





























charges'foMhe*use of and services ren 

MFort Wayne!°and repealing all by State Board Of Accounts 

0 rd i?*? < »LfLi*h*-^L andthe same is 

,fh ^ Qf Fort y Q 


THE NEWS-SENTINEL 


PUBLISHER’S CLAIM 


... ...a rendered by the waterwc 
system of the City of Fort Wayne the 
following rates and charges based on the 
use of water suppluled by said water- 3 

'laT^rreSEb RATCS RATE PER " 

PER MONTH 100 CUBIC FEET 

First 500 cuff. *■«“ 

Next 1,500 cu. ft. 537 

Next 2,500 cu. ft. -.*• 

Next 7,500 cu. ft. -413 

Next 18,000 CU. ft. -354 

Next 20,000 CU. ft. .301 

Next 50,000 cu. ft. 

Next 50,000 cu. ft. 

Over 150.000aj._tt. a d> cc • ,,s 

.nan ^Ty CC . . num Matter (Must not exceed two actual lines, neither of which shall total more 

based on the size ot than four solid lines of the type in which the body of the advertisement is set) 
ST^TrS»%SX oT water 'set ~ “““her of equivalent lines 

out in the metered scheduled rates 1 

SIZE OF METER PER MONTH 

3* |!||? * 5.2 number of lines 


number of lines 
number of lines 
Total number of lines in notice 


FORT WAYNE, INDIANA 


(c) MUNICIPAL SERVICE TO THE 
CITYOFFORTWAYNE 

For each fire hydrant ■ per annum 

‘’(dfVlRE PROTECTION SERVICE 
FOR USE IN EXTINGUISHING F.RE , 
ONLY .{ 

For each fire hydrant per annum 1 
*115.64 For fire service from. 
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For fire service from 
For fire service from 


CHARGES 

1 


...equivalent lines at.: 


, 288 ^ 


* sal charge for notices containing rule or tabular work (50 per cent of above 


(e) 3 All chargesJk>rj^vice to cusfom- 

- or ®xtra proofs of publication (50 cents for each proof in excess of two) 

shall be one hundred thirty-five per¬ 
cent (135%) of the charges computed = 

b V) PP coLi.^cTio e N 0 r or'DEFER re o TOTAL AMOUNT OF CLAIM 

PAYMENT CHARGE 


t 6?-21 


i.go 


$ 63.71 


* subject to a collection or de- QQgrj. 

noumant rharnp of 10% OO the 


Section 2. Utility r 


f single column 11 ems 


Size of type. 


M... 


Size of quad upon which type is cast....5:$:.... 


I 23 charges n fixed' e by C tlds U ordi f dslon and Penalties of Ch. 89, Acts 1967, 

:e shall be approved by the Public j 


charges shall direct. 

Section 4. This ordi 
toll force and effect I 
passage; provided, t 
schedule of rates an 


d the foregoing account is just and correct, that the amount claimed is legally due, after allowing all just 
art of tne same has been paid. 




emission shall direct, 2 


publication thereof. 

Read the third 
I motion by Burns, 


e Mayor ai 

PAUL M. BURNS - 
Councilme- 
me in full and c 
econded by Hinga, 


I sage. PASSED by the following vo 
| Ayes: Eight 

Burns, Hinga, Hur 
Schmidt, V. Schmidt, St 
, Nays: One 
! Nuckols 

Date: 3-9-76 

CHARLES W. WESTERMAN 
City Clerk 

Passed and adopted by the Common 
Council of the City of Fort W 


City of Fort Wayne, Indiana, on the 
10th day of March, 1976, at the hour of 
11:00o'clock A.M., E.S.T. 

CHARLES W. WESTERMAN 
City Clerk 

Approved and signed by me this 11th 
day of March, 1976, at the hour of 4:15 
o'clock P.M., E.S.T. 

ROBERT E. ARMSTRONG 

I, Charles W. Westerman, Cler^of 
the City of Fort Wayne, Indiana, do 
hereby certify that the above and fore- 
~~ , ng is a full, true and complete copy ! 


PUBLISHER'S AFFIDAVIT 

Personally appeared before me, a notary public in and for said county and state, the 

undersigned —---- who, being duly sworn, says 

that she is... CLERK _ Q f the 

_NEWS-SENTINEL___' 

a- PAfff . X --newspaper of general circulation printed and published 

in the English language in the reby j of _ FORT WAYNE. TNT)TANA _ 


In state and county aforesaid, and that the printed matter attached hereto is a true copy, 
.time ..-':. , the dates of publication being 

c 3322-76 


which was duly published in said paper for. 
as follows: 

3-15-76 






proved by th 


>mmon Council or 


w City of F 
ay of AAarct 


Subscribed and sworn to before me 


My commission ex] 













































Form Prescribed by State Board of Accounts 


Common Cou ncil of Fort Wayne 

(Governmental Unit). 


THE NEWS-SENTINEL 


FORT WAYNE, INDIANA 


PUBLISHER'S CLAIM 


Display Matter (Must not exceed two actual lines, neither of which shall total more 
than four solid lines of the type in which the body of the advertisement is set) 
— number of equivalent lines 

Head number of lines 

Body number of lines 

Tail number of lines 

Total number of lines in notice 


213 


COMPUTATION OF CHARGES 


-----.columns wide equals.equivalent lines 


$■■ 62.21 


Charge for extra proofs of publication (50 cents for each proof in excess of two) 
TOTAL AMOUNT OF CLAIM 


— 1,^0 

., 63.71 


DATA FOR COMPUTING COST 


Width of single column 11 ems 
Number of insertions..2. 


Size of type....“’il.point 

Size of quad upon which type is cast....5:|:. 


Pursuant to the provision and penalties of Ch. 89, Acts 1967, 

St «d^^ Sid. 8 * 1 COrr€Ct ’ ** thC am ° UDt Claimed is legaUy due ’ after aUowin * aU 


. 


76 



dered by the waterworks of said City 
are too low and are Insufficient to — 
able the City to properly operate 
waterworks plant, provide for deprecla 
tlon and funds for making neces*»rv 
annual extensions and additions; 


MON COUNCIL OF THE CITY OF 
FORTWAYNE, INDIANA: 

Section 1. That Section 1 of General 
Ordinance No. G 04-75, entitled "An Or¬ 
dinance amending General Ordinance 
No. G-41 74 establishing rates and 
charges for the use of and services ren- 
dered by the waterworks system ot the 
| City of Fort Wayne, and repealing all 
ordinances or parts of ordlances In 
conflict therewith," be and the same is 
I hereby amended to read as follows: 
Section 1. That there shall be and hereby 


PUBLISHER’S AFFIDAVIT 


Personally appeared before me, a notary public in and for said county and state, the 

undersigned___ V.E. GERKET 

that she is_ CLERK 


NEWS-SENTINEL 


who, being duly sworn, says 
---of the 


«-— —1 .—-newspaper of general circulation printed and published 

in the English language In the ^city j ot _FORT WAYNE, INDIANA _ 

In state and county aforesaid, and that the printed matter attached hereto is a true copy, 

which was duly published In said paper for_2—time_£_ the dates of publication being 
as follows: 

3-15-76& 3^22-76 


~ 7~£1 


Subscribed and sworn to before me thii 






















































































General Form No. 99 P (Rev. 1967) 
JOURNAL-GAZETTE 
























































Form Prescribed by State Board of Accounts 


General Form No. 99 P (Rev. 1967) 


Common Co uncil of Fort Wayne 

(Governmental Unit) 


JOURNAL-GAZETTE 


FORT WAYNE, INDIANA 


PUBLISHER'S CLAIM 


Display Matter (Must not exceed two actual lines, neither of which shall total more 
than four solid lines of the type in which the body of the advertisement is set) 
— number of equivalent lines 

Head number of lines 

Body number of lines 

Tail number of lines 

Total number of lines in notice 


COMPUTION OF CHARGES 


..lines,.1.columns wide equals.equivalent lines at 

cents per line 


213 


I 62.21 


Charge for extra proofs of publication (50 cents for each proof in excess of two) 
TOTAL AMOUNT OF CLAIM 


63.71 


DATA FOR COMPUTING COST 


Width of single column 11 ems 


Size of type.. 


point 


Number of insertions.. 


2 


Size of quad upon which type is cast....5.jk 


Pursuant to the provision and penalties of Ch. 89, Acts 1967, 


I hereby certify that the foregoing account is just and correct, that the amount claimed is legally due, after allowing all just 
credits, and that no part of the same has been paid. * 6 J 


.. 


...March.2.3.., 19 .76... 





quh/alent increase in ope 
U WHEREAS, the Common 


=ORT WAYNE, INDIANA^ ^ 


PUBLISHER’S AFFIDAVIT 


Personally appeared before me, a notary public in and for said county and state, the 




ARVILLA DEWALD 


CLERK 


JOURNAL-GAZETTE 


1, being duly sworn, says 
-*-of the 


a-HDiki-newspaper of general circulation printed and published 

in the English language In Mm cit y | of .FORT WAYNE, INDIANA _ 

In state and county aforesaid, and that the printed matter attached hereto is a true copy, 

which was duly published in said paper for_ 2 _time_§_ the dates of publication being 

as follows: 3 _ 15 _ ?6 & ^3-76 




Subscribed and sworn to before me this.....?' 


















































